AMENDMENT NO. 1 JUNE 2012 
TO 
IS 15719 : 2006 ROAD VEHICLES — COMPRESSED 
NATURAL GAS (CNG) FUEL SYSTEM COMPONENTS — 
ELECTRICAL WIRING KIT 


(First cover page and page 1) — Substitute the following title for the 
existing: 


‘HRA Alea 
GSH Tet - Alisa wipe sha (Areetsh)/ afer Velferaa sha 
(Tettsh) Stet Hee a een — frye arate fre 


Indian Standard 
ROAD VEHICLES — COMPRESSED NATURAL GAS 
(CNG)/LIQUEFIED PETROLEUM GAS (LPG) FUEL 
SYSTEM COMPONENTS — ELECTRICAL WIRING KIT’ 
(Foreword) — Add the following at the end of second para: 


‘AIS 025: Safety and procedural requirements for type approval of LPG 
operated vehicles 


AIS 026: Code of practice for the use of LPG fuel in internal combustion engine 
to power 4 wheeled vehicles and heavy motor vehicles 


AIS 027: Code of practice for the use of LPG fuel in internal combustion engine 
to power 2 and 3 wheeled vehicles’ 


(Page 1, clause 1.1) — Substitute ‘CNG/LPG’ for ‘CNG’. 


(Page 1, clause 1.1.1) — Substitute ‘CNG/LPG’ for ‘CNG’ and 
‘compressed natural gas/liquefied petroleum gas’ for ‘compressed natural gas’. 


[Page 1, clause 1.1.2 (d)] — Substitute ‘“CNG/LPG’ for ‘CNG’. 
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(Page 2, clause 4.3.2, second para) — Substitute ‘5 min’ for ‘5h’. 
(Page 2, clause 5.1) — Substitute the following for the existing: 


‘5.1 Each Electrical wiring kit shall be legibly and indelibly marked with the 
following: 


a) Manufacturer’s name or trade-mark or symbol, 
b) Part No. or unique identification mark, and 
c) Date of manufacturer or Batch No. 


(Page 2, clause 5.2) — Delete. 
(Page 2, clause 5.3) — Substitute ‘CNG/LPG’ for ‘CNG’ 
[Page 3, Clause 6(n)] — Substitute the following for the existing: 


‘Drawings with relevant dimensions.’ 
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